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(54)Title: STRESS SCATTERING METHOD IN TABLETING 
(57) Abstract 

This invention relates to a tabledng composition containing minute gelatine balls and/or foams as 
stress scattering agents so as to minimize the disintepation of microcapsules or the transformation of medi¬ 
cine during tablcting; and a stress scattering method in tabieting. The use of the ubicting composition accord¬ 
ing to the present invention enables tablets to be made without causing microencapsulated medicine powder, 
enzymes, germs or substances of a low melting point to be transformed or disintegrated. 
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(57) Abstract 

The in v en tion deals with devices, in particular with bandage strips, for a transdermal delivery of 
drags to patients, whereby the drag formulation* include highly viscous preparations, topical solutions of a 
low viscosity and mi cro- emul sions of a low viscosity containing the drags. Depending on the consistency of 
the me dium containing the drag, the drag formulation is stored in a res e r v oir, consisting, e.g_ of a punched 
oat cavity or of an ab sorbent piece of materia l, which is encased or supported by a carrier dement (a formed 
material piece or a noo-woven fleece tape) adhering to the skin by means of a skin-compatible adhesive, 
w h er eby specialty formed protective films an applied at the filling and delivery side during the storage of the 
device to prevent a lateral migration, and whereby during its use, the device can be refilled with dosed 
amounts by the patient without requiring a removal of the device from the skin surface to be treated (Fig. 2). 
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